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dreaded in February of "an understanding between Russia,
France and Austria, which would isolate Germany, and unite her
Ultramontane enemies," but to brood over an unforeseen situa-
tion, in which Austria alone had supported him against a com-
bination of Russia, England and Italy united in defence of his
arch-enemy, France.